From: Piro, Peter (DPH) 

Sent: Friday, August 10, 2012 8:53 AM 

To: Salemi, Charles (DPH); Saunders, Della (DPH); Glazer, Lisa (DPH); Corbett, Kate (DPH); 

Frasca, Daniela (DPH); Piro, Peter (DPH); Renczkowski, Daniel (DPH); Medina, Nicole 
(DPH); Tran, Mai (DPH); Lawler, Michael (DPH); Lleshi, Hevis (DPH) 

Subject: GC/MS QC 


In order to streamline QC in the GC/MS lab, please submit your tune and QC mix at the same time with all documents 
stapled together to me. In my absence, have another operator sign the QC and our convention will be to have the 
instrument operator check the wall summary QC sheet. 

Thanks 

Peter Piro 

GC/MS Laboratory Supervisor I 

Massachusetts State Police Crime Laboratory 

Forensic Drug Laboratory, Rm 361 

305 South| Street 

Jamaica Plain, Ma 02130 

617-983-6634 

Pete r. P ir o@sta te. ma. us 
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